Crucifix  of  "OUR  LORD  OF  ESQUIPULAS"  presiding 
over  the  main  altar.  Supposedly  it  is  a  rustic  replica 
of  the  miraculous  image  in  Guatemala,  Mexico,  except 
that  the  body  has  not  been  blackened. 
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